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average 



Borg TPM 

Borg Nic 

FLT-TA 

MEN-FILLER 

MEN-PLUG 

MEN-FOIL 

MEN-SOL 

MEN-TOTAL 

EQ-COV 

Data count for 3 months 

3330 

3228 

91 

177 

180 

185 

4 

154 

381 

Avg Monthly Data Count 

1110 

1076 

30.3333333 

59 

60 

61.6666667 

1.33333333 

51.3333333 

127 

Samples 

1665 

1614 

91 

83.5 

90 

92.5 

2 

77 

381 

Test Hours 

1665 

161.4 

15.47 

30.09 

30.6 

31.45 

0.68 

26.13 

64.77 
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